


TORY NUMBER, JULY 15, 1948 


Always On The Level! 














For CARPENTERS, MASONS and 
OTHER PARTICULAR ARTISANS 






Precision manufactured from only the finest materials obtain- 
able, ROYAL LEVELS are quality tools for fine craftsmen. 
They are carefully tested to give years of accurate performance. 


ROYAL ALUMINUM LEVELS are 
attractive and designed to 
combine strength with con- 
venience in handling. Preci- 
sion manufacturing and close 
see pater assures accuracy 
and quality. Available in sizes 
up to 48 inches. 


MAHOGANY and OTHER WOODS 
e Manufactured from only the 
finest kiln dried woods and 
finished in clear lacquer. 
Available in all standard 
lengths with choice of 
aluminum end tips or full 
aluminum bound. 


Order from Your Jobber or Write — 


ROYAL OAK INDUSTRIES 


P.O. BOX NO. 248 


ROYAL OAK, MICH. 





